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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 156791 
10 

ORIGIN SY-07 

INFO OCT-01 ISO-OO /008 R 

DRAFTED BY A/SY/T: MHMUSSER:JB 
APPROVED BY A/SY/T: MHMUSSER, ACTING CHIEF 

051581 

R 191728Z JUL 74 
FM SECSTATE WASHDC 
TO AMCONSUL HONG KONG 

UNCLAS STATE 156791 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: POWER SOURCE FOR ADEMCO ALARMS 
REF: HONG KONG 7942 
FOR RTC 

f. ADEMCO 518 ALARM HORN SHOULD BE SUPPLIED FROM 
APPROXIMATELY SIX VOLTS, EITHER AC OR DC. 

2. ADEMCO WFB-4 BELL CAN BE OPERATED ONLY FROM 4-6 VOLT 
DC SOURCE. 

3. IF RTC HAS SUITABLE TRANSFORMERS, THEY SHOULD FABRICATE 
OWN POWER SOURCES. HOWEVER, SY/T EXPECTS TO SUPPLY ALL 
RTCS WITH SIZEABLE STOCKS OF ALLIED 6-K 7D7VFL AND 
STANCOR P-6375 TRANSFORMERS AS SOON AS SUPPLIES ARE 
RECEIVED HERE. THESE TRANSFORMERS WILL PROVIDE EITHER SIX 
OR TWELVE VOLT SECONDARIES FROM EITHER 1 10 VOLT OR 220 VOLT 
PRIMARIES. INGERSOLL 
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Disposition Remarks: 
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Document Unique ID: 00 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 96-0003 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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